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SLEEP ESSENTIALS 


According to 
orthopedics & 
sleep experts 
mattress should 
be changed once 
in 7-10 years for 
optimum back & 
neck support. 
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Quick tips to keep in mind while X- 
buying a new mattress magniflex 


SLEEP ESSENTIALS 








Made of GOTS & OEKO TEX certified 
core materials 
Fabric should be hypoallergenic, anti- 
À fungal & anti-dustmite 
nne a T Go for certified memory foam mattress 
a a SS \ as it exerts zero pressure points on body 
A Choose an orthopedic mattress which 
wa Xe J gives optimum support to back & spine 
i NE ee 
Comes with zipper that is easy to 
N maintain and dry clean 
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Buy waterproof mattress protector to 
keep your mattress clean & stain free 
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Want to know more Ask 


A 
Sleep Expert 


www.magniflexindia.com 





